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MEMORANDUM FOR: Director, National Photographic 


Center 
SUBJECT : Corona Display Equipment Summary 
lL. The following items will be available fa: 


transfer to the Smithsonian upon approval. 


a. One two camera assembly includirs 
one complete rotatable 24" lens/camer: 
assembly, one cut-away 24" lens cone in 
a stationary camera assembly. Also 
contains two S5mn F.L. Horizon cameras 
with film guidance assemblics. 


b. One complete film supply with a 
full film load of 32,000 feet of ultr: 
thin base film. 


c. One take-up assembly with associ - 
ed roller assemblies and film guidance 
equipment. 


d. One recovery bucket with take-up 
assemblies, film cutters, guidance 7 
beeper antennas and associated equipren’ 


e. One cut-away phenolic shield. 


‘f. Gne recovery bucket in a horizent:} 
display with rear blast shield and pai-- 
chute container. 

g.- One cone assembly with spin-up coll 
gas motors. 
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h. One recovery model with modular 
concept depicted. 


1. One parachute assembly. 


2. Appropriate instruction and descriptisns 
ef equipment are available. 
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